Harishchandra Ghat Electric Crematorium Having Novel Methods 
Harishchandra Ghat Electric Crematorium- setting new methods in Bangalore 


In the bustling city of Bangalore, also known as the Silicon Valley of India, lies a modern marvel 
that has breathed new life into a time-honoured tradition - the Harishchandra Ghat Electric 
Crematorium. Located on the banks of the sacred Vrishabhavathi River, this state-of-the-art 
facility has revolutionized the way cremations are conducted in the city, providing a 
much-needed solution to the growing environmental concerns and logistical challenges 
associated with traditional cremation practices. 


Cremation and Hinduism in Harishchandra Ghat Electric Crematorium 

is an integral part of Hindu funeral customs, where the body of the deceased is traditionally 
placed on a pyre and cremated using wood as fuel. However, with the increasing urbanization 
and population density in Bangalore, finding enough wood for cremations has become a 
significant challenge, resulting in the depletion of forests and environmental degradation. 
Moreover, the traditional cremation process emits a substantial amount of smoke and harmful 
pollutants into the air, contributing to air pollution and posing health risks to the surrounding 
communities. 


Eco-friendly ways at Harishchandra Ghat Electric Crematorium 


The Harishchandra Ghat Electric Crematorium, established by the Bruhat Bengaluru 
Mahanagara Palike (BBMP) in collaboration with the NGO Saahas, has addressed these 
challenges by providing a sustainable and eco-friendly alternative. The facility is equipped with 
state-of-the-art electric cremation furnaces that use electricity as the primary source of energy, 
eliminating the need for wood as fuel. This significantly reduces the strain on the environment, 
as no trees are cut down for cremations, and the emission of harmful pollutants into the air is 
greatly minimized. 


Apart from its eco-friendly approach, the Harishchandra Ghat Electric Crematorium also 
offers several other advantages over traditional cremation methods. One of the significant 
benefits is the speed and efficiency of the process. Electric cremation is faster compared to 
traditional cremation, as the temperature in the electric furnaces can be controlled and 
maintained at a higher level, resulting in quicker cremation times. This allows for more efficient 
utilization of space and resources, reducing waiting times and allowing for more cremations to 
take place in a day. 


Adding appeal to the society 

Another notable advantage of the Harishchandra Ghat Electric Crematorium is its adherence 
to strict hygiene and safety standards. The facility is equipped with modern amenities such as 
waiting rooms, restrooms, and facilities for washing and dressing the deceased, ensuring that 
the cremation process is conducted with dignity and respect. Furthermore, the electric furnaces 


are designed to minimize heat radiation and smoke, providing a safer environment for the 
crematory workers and reducing the risk of accidents. 


The Harishchandra Ghat Electric Crematorium also takes a step towards social inclusivity by 
catering to the needs of all communities. It offers separate electric cremation furnaces for 
different religious and cultural practices, accommodating the diverse cremation requirements of 
the multi-cultural population in Bangalore. This promotes inclusivity and harmony among 
different communities, allowing them to perform their funeral rites according to their customs 
and beliefs. 


Additionally, the Harishchandra Ghat Electric Crematorium offers affordable cremation 
services, making it accessible to people from all walks of life. The facility charges a nominal fee 
for its services, which is significantly lower than the cost of traditional cremation practices. This 
ensures that the facility is available to all sections of society, irrespective of their financial status, 
and prevents the exploitation of bereaved families during their time of grief. 


Conclusion 

In conclusion, the Harishchandra Ghat Electric Crematorium in Bangalore is a shining 
example of a modern solution to a time-honoured tradition. It has successfully addressed the 
environmental concerns and logistical challenges associated with traditional cremation 
practices, while also promoting social inclusivity and adhering to strict hygiene and safety 
standards. 


Contact Beleiv to ensure a smooth process of booking a cremation slot at Harishchandra Ghat 
Electric Crematorium, a common public preference in Bangalore. 


